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The “Handy Andy’’ Vise Stand 


Height 
36 Inches 


Weight 
32 Pounds 


Folded Will Pass 
Through 16-Inch 
Opening 


Bending Capacity 
%-Inch Pipe 


The top is a very strong malleable iron casting made 
in one piece, including the leg braces, pipe rest, bending 
block and leg attachments. There are slotted openings 
in the top that will accommodate all makes of hinged 
and chain pipe vises without drilling. Bolts, Nuts and 
Washers which are furnished are all that are required 
to fasten vise. The bending block is arranged to bend up 
to and including %-inch pipe. Openings for holding 
stock and wrenches are provided. 


The legs are made of 15-inch rail-steel tubing on the 
ends of which malleable iron fittings and feet are securely 
riveted. They are permanently attached to the top and 
fold together when stand is moved. The top fittings are 
designed to permit the legs to swing only to center when 
being carried. The malleable iron feet have short spurs 
to prevent sliding, also holes to permanently fasten to 
floor or for attaching protection when working on tile or 
gs erin dad trip-locks automatically hold legs 

place when Stand is in use i 
when legs are to be folded to aig ane eae 


Folded 


Open 


Rigid, Portable, Folding Stand that can be 


The ‘‘Handy Andy’’ Vise Stand is a Light, sam 
instantly 
placed or moved and is made to accommodate, without 
any drilling, all standard hinged or chain vises; also for 
bending pipe and conduit. 


It is designed to save time and laber in bending, cut. 
ting, threading and other pipe work. Its weight and 
compactness permits it to be taken everywhere. For: 
Plumbers, Steam-Fitters, Electricians and many others. 


Made throughout of malleable iron and steel, It 
has no loose parts and is never taken apart. The lege 
automatically 
lock when in use 
and fold together 
when carried 
from place to 
place. 


The spread and 
pitch of the legs 
are so designed 
that the Stand is 
perfectly rigid 
with no tenden 
cy to move or 
skid when in use 
and legs do not 
interfere with 
close-up work on 4 
vise. The“ Handy 
Andy” Vise 
Stand is fully 
guaranteed. 


List Prices & 


“Handy Andy” Vise Stand (without vise). coe 
“Handy Andy” Vise Stand with hinged "00 
pacity % to 2% inches.....- Laneneaa hatte ‘o 
_ Bolts, nuts and washers for attaching vises aM Cu 
nished with Stand, also oil-can bracket attached. 
be furnished with hinged or chain vises. 


Wire Pipe Hooks 
Long diamond points. Humped for easy driving. 
Packed 50 of a size in a carton. 


List Prices per 100 


Size Length of Hook 


Pipe 
Inches| 4 Inches | 6 Inches | 8 Inches 10 Inches 


3% | $1.15 
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Cotter Pins — 
We manufactr ass Cott! 


> of both Steel ant? 
Pins. 
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